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Mo ixin-compliant items ideniHied during this inspection. 

Accompanied on the inspection b/ Dhe Executive Director, Diredor ol Animal Care, and Animal Care ACI and 
VMO. Exit interview CQnducled witti tacililY repre&nntalive. 


TRACT THOMPSON, D.V.M. 


TRACY A THOMPSON , D . V.M. USDA, APH IS, Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 5&44 
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